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(d) In buildings used for sleeping quarters there shall be at least 225
cubic feet of air space for every occupant.
(e) Buildings and permanent tents used for sleeping quarters shall be
provided with floors raised above the ground. When bunks are used,
they shall be raised at least twelve inches above the floor.
(f) The floors of all buildings used as living quarters shall be swept
daily (dry sweeping is prohibited) and scrubbed with hot water and soap
at least once a week.
(g) Tents provided for living purposes shall be waterproof and trenched
for drainage. The interior shall be kept clean and dry. When used as sleep-
ing quarters, they shall be equipped with cots or beds.
(h) Bunks, beds and bedding shall be kept clean and free from vermin.
(i) When provided, bedding shall be sufficient; blankets shall be hung
out for airing at least once a week.
(j) Clean, fresh pillow slips and bed sheets of sufficient size to com-
pletely cover the mattress and pillow shall be used, and shall be renewed
daily, or before being assigned to another guest.
Sec. 8. Camp Supervision.-The owner, caretaker or other person in
charge of the camp shall be responsible for maintaining in good order
all sanitary equipment and for compliance shall make or have made (by
a responsible person reporting to them) frequent inspection of the prem-
ises and sanitary equipment for the purpose of maintaining proper sani-
tation and compliance with these regulations.
Sec. 9. Regulations, Posting of and Camp Maintenance.-(a) All
tourist camps located in South Carolina shall be constructed, arranged,
and maintained in a manner required in these regulations. These regula-
tions shall be enforced by the local Board of Health, or County Health
Department.
(b) Copies of these regulations shall be posted in one or more con-
spicuous places in the camp where they can be easily seen by the camp
personnel and visitors.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 5. REGULATIONS PERTAINING TO TRAILER
CAMPS, TRAILER PARKS, TRAILER LOTS
(Filed, secretary state's office-September 29, 1937.)
The existing regulations pertaining to tourist camps and concerning such
items as camp site, care-taker, general care of camp, water supply, toilet
facilities, sewage and wastes disposal, protection of the purity of public
water supplies, preparation and handling of food, swimming pools, and
communicable diseases shall apply to those places receiving trailer patron-
age.
Section 1. Camp Site.-Each site reserved for a trailer coach and car
shall be not less than twenty feet by thirty-five feet, or the equivalent of
not less than seven hundred square feet, and shall be clearly defined by
suitable markers at each corner. The site shall be level, free from rocks
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